
# Install packages and dependencies
sudo apt-get install -y libapache2-mod-wsgi memcached

# Install the dashboard (horizon)
sudo apt-get install -y --no-install-recommends openstack-dashboard

# Configure horizon
( cat | sudo tee -a /etc/openstack-dashboard/local_settings.py ) <<EOF
DATABASES = {
    'default': {
        'ENGINE': 'django.db.backends.sqlite3',
        'NAME': '/var/lib/dash.db',
        'USER': '',
        'PASSWORD': '',
        'HOST': '',
        'PORT': '',
    }
}
EOF

# Initialize the database
sudo /usr/share/openstack-dashboard/manage.py syncdb

# Configure apache2
sudo mkdir -p /var/lib/dash/.blackhole
sudo service apache2 restart

# Ensure the API server can connect to the dashboard
sudo service nova-api restart


#  Visit http://<YOUR_NODE_IP>/ to log into the dashboard
